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PENCO 

LOCKER EQUIPMENT 

OTHER 


PENCO’S CREDENTIALS TO ARCHITECTS • ENGINEERS • BUILDERS 

Manufacturer of quality metal products since 1869 • Specializing in industrial and institutional storage 
equipment • National sales and service • New automated multi-million dollar plant using latest 
improved techniques and processes* Dependable supply of quality steels furnished by parent company 

STANDARD PENCO LOCKERS 

GOLF LOCKER: Complete double-doored sportsman’s 
locker for the golfer. 


DUAL LOCKER: Single-tier type with divider in cloth¬ 
ing section. 

16-PERSON LOCKER UNIT: Inverted “U” arrangement 
with external coat-hanging space. Minimum floor 
space. Individual flat key locks. 

7- PERSON LOCKER UNIT: Seven box lockers and one 
coat locker. Individual flat key locks. All have access 
to coat locker. 

8- PERSON LOCKER UNIT: Eight box-type lockers and 
two coat lockers. Individual flat key locks, all with 
access to one coat locker. 


PACKING HOUSE LOCKER: Variation of single-tier locker 
to meet standards established by Bureau of Animal 
Industries. 

SHIP LOCKERS: Made to U. S. Navy and Maritime Com¬ 
mission standards. 


AIR - CONDITIONED LOCKERS: 

continuous ventilation. 


Forced air flow for 


j 




SINGLE TIER LOCKERS 

Dimensions over-all in inches 


Width 

Depth 

HEIGHT 



FlatTop 

No 

Legs 

Sloping Top 
with 6" Legs 

FlatTop 

with 

6" Legs 

Front 

Back 

9 

12 

60/72 

66 

!7 8 

70/82 

66 

/78 

9 

15 





71/83 



9 

18 





72/84 



12 

12 





70/82 



12 

15 





71/83 



12 

18 





72/84 



12 

2 1 





73/85 



15 

15 





71/83 



15 

18 





72/84 



15 

2 1 





73/85 



18 

18 





72/84 



18 

21 





73/85 



18 

24 





74/86 



24 

18 





72/84 



24 

2 1 





73/85 



24 

24 





74/86 




By choice, the most popular model. Clothes hang 
full length. Lockers 18" or more in depth have 
coat rod for hangers—others have ceiling hooks 
and standard back and side hooks making extra 
use of space. 



DOUBLE TIER LOCKERS 

Dimensions over-all in inches 


Where clothes need not hang full length, space- 
saving individual lockers offer complete privacy. 
Three single and one double-prong hooks and 
automatic prelocking device provide ideal 
arrangement. 


Width 

Depth 




Height 

per 

Opg. 

Height of Double Opg. 

Sloping Top 
w/6" Legs 

FlatTop 

w/6" 

Legs 

Front 

Back 

9 

12 

30 

66 

70 

66 

9 

15 





71 



9 

18 





72 



12 

12 





70 



12 

15 





71 



12 

18 





72 



9 

12 

36 

78 

82 

78 

9 

15 





83 



9 

18 





84 



12 

12 





82 



12 

15 





83 



12 

18 





84 



15 

15 





83 



15 

18 





84 



12 

12 

42 

90 

94 

90 

12 

15 





95 



12 

18 





96 



15 

15 





95 



15 

18 





96 






MULTIPLE TIER LOCKERS 


■ a pi 


TWO PERSON LOCKER UNIT 

Dimensions over-all in inches 


Width 

Depth 





Flat 

Top 

No 

Legs 

Height 
Sloping Top 
6" Legs 

Flat 

Top 

6" 

Legs 

Front 

Back 

15 

15 

72 

78 

83 

78 

15 

18 

72 

78 

83 

78 

15 

21 

72 

78 

83 

78 

18 

21 

72 

78 

84 

78 


Doubles the functional efficiency in the same or 
less floor space. Each unit composed of inter¬ 
locking hat and coat lockers. Lower lockers allow 
coat to hang full length. Automatic prelocking 
advantage. 
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Keeps sports equipment, lunches, books, etc., 
safe. Specify 3 to 6 units high—any number 
wide. Can be used in battery with single or 
double-tier lockers. 


Dimensions over-all in inches 


a 

o .<= 

Width 

Deptt 

Height 

4 



Height 

Per 

Opg. 

Sloping Top 
with6"legs 

Flat 

wi 

Top 

th 

legs 

Front 

Back 

6 " 

3 

9 

12 

20 

66 

70 

66 

3 

9 

15 

20 



71 



3 

9 

18 

20 



72 



3 

12 

12 

20 



70 



3 

12 

15 

20 



71 



3 

12 

18 

20 



72 



3 

9 

12 

24 

78 

82 

78 

3 

9 

15 

24 



83 



3 

9 

18 

24 



84 



3 

12 

12 

24 



82 



3 

12 

15 

24 



83 



3 

12 

18 

24 



84 



4 

12 

12 

15 

66 

70 

66 

4 

12 

15 

15 



71 



4 

12 

18 

15 



72 



4 

15 

15 

15 



71 



4 

15 

18 

15 



72 



4 

18 

18 

15 



72 



5 

12 

12 

12 

66 

70 

66 

5 

12 

15 

12 



71 



5 

12 

1 8 

12 



72 



5 

15 

15 

12 



71 



5 

15 

18 

12 



72 



5 

18 

18 

12 


L 

72 



5 

15 

15 

1 4'Vs 

78 

83 

78 

5 

15 

18 

14 Vs 



84 



5 

15 

21 

1 4'Vs 



85 


/ 

6 

12 

12 

12 

78 

82 

78 

6 

12 

15 

1 2 



83 



6 

12 

1 8 

12 



84 



6 

15 

15 

1 2 



83 



6 

15 

18 

1 2 



84 



6 

18 

1 8 

12 



84 

_ 

t - 


c 


c 















































































































































































































































) 


J 


1 


1 




DOOR FRAME 

Intermembering of top and sides of 
frame maintains true rectangular 
door shape—resists twisting, pro¬ 
vides full strength for the life of 
the unit. 



DOOR HANDLE 

I nternal lifting piece operates latch¬ 
ing bar. Fixed handle acts as guard 
—provides opening for padlock 
which loops through handle and 
lifting piece. Handle guards locker 
finish. 



RECESSED LOCKER INSTALLATION 
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INTERMEDIATE TIER HEAD 

Intermediate tier head (horizontal 
shelf) between multiple-tier locker 
openings extends through vertical 
frame members for maximum 
strength. Single line door joint 
adds beauty. 




PHOSPHATE UNDERCOAT 

Penco's complete pre-enameling 
phosphating process protects against 
rust, stops spread of corrosion, 
grips paint for durable finish. 
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BASKET RACKS 

Used single or double faced. Bas¬ 
ket openings have number plate 
and padlock hasp. Uprights 13 
ga., shelves and dividers 20 ga. 
Basket's bottom and vertical wires 
13 ga., horizontal wires 15 ga. Hot 
dipped tin finish. (1" mesh.) 


BASKET RACKS 


RACK 

SIZE 

Baskets 9" w. 
x 13" d. x 8" h. 
(4 per shelf) 

Baskets 12" w. 
x 13" d. x 8" h. 
(3 per shelf) 

40" w. 
13/2* d. 

Cat. No. 

Capacity 

Cat. No 

Capacity 

73" high 

1591 

28 

1581 

21 

83" high 

1593 

32 

1583 

24 

93" high 

1595 

36 

1585 

27 


LOCKER ROOM BENCH 



Hardwood seat 9 Vi ,f wide x 1 V\" thick. Maximum 
length 12'. Pedestals finished to match lockers. 
Overall height 18". 































































































































































































































































PENCO STEEL LOCKER SPECIFICATIONS 


MATERIAL— Locker body parts to be made from mild cold rolled sheet 
steel free from surface imperfections and capable of taking a high-grade 
enamel finish. 

FINISH —All parts to be thoroughly cleaned before painting and given a bond¬ 
ing and rust resisting phosphate undercoat followed by one coat of high-grade 
enamel sprayed on by electrostatic method. Enamel to be baked on with the 
proper temperature-time relationship to insure thorough curing and a tough 
durable finish. Color to be selected by the architect. Hardware to be cad¬ 
mium plated. 

DOOR FRAME— All door frame members to be not less than 16 gauge 
formed to a channel shape. Vertical members to have an additional flange to 
provide a continuous door strike. Intermembering parts to be electrically 
welded together in a rigid assembly capable of resisting strains. 

DOORS— To be of one piece 16 gauge suitably flanged on all four edges to 
provide adequate strength and stiffness. Single-tier and double-tier locker 
doors to have channel formation on vertical edges. 

LOCKING DEVICE— Doors to have locking device engaging the door frame 
at three points on single-tier, two points on double-tier, and single point only 
on multiple-tier lockers. Locking device to be positive automatic type, whereby 
locker door may be locked when open, then closed without unlocking. Rubber 
bumpers to be securely attached to door strike and top and bottom of latching 
bar to provide for quiet operation of door. 

Multiple-tier locker doors to have suitable provision for locking by means of 
padlock or built-in spring bolt lock as required. 

VENTILATION— Louvers to be provided at top and bottom of doors ingroups 
of 6 louvers for single-tier, 4 louvers for double-tier, and 3 louvers for triple-tier 
lockers. Multiple-tier lockers to have one group of 3 louvers at center of door. 


LOCKS 

Penco lockers may be equipped with standard master 
keyed built-in locks, key operated or combination, or with 
padlocks. Specifications should state type of lock required. 
Lockers are furnished without locks unless other¬ 
wise specified. 


DOOR HANDLE —To be a zinc alloy die casting, chromium plated. Handle 
to have internal lifting piece operated by finger pressure to release locking bar. 
Padlock eye to be an integral part of handle and to be so located that extension 
of handle forms a padlock strike to prevent marring face of locker. 

NUMBER PLATES_Each locker opening to be supplied with polished 
aluminum number plate 2 1 / 4 " wide x 1" high, with black etched numerals not 
less than 3 /g" high. Plates to be attached to front of door with split rivets. 

HINGES —.050" thick full loop tight pin five knuckle hinges 2" high, pro¬ 
jection welded to door frame and bolted to door with two bolts to each hinge. 
Single-tier locker doors to have 3 hinges. Double-tier and multiple-tier doors 
to have 2 hinges. 

BODY— Locker sides, backs, tops, bottoms, and shelves to be 24 gauge with 
edges suitably formed to provide a rigid assembly when bolted together. 
Spacing of bolts in locker body construction not to exceed 9". 

INTERIOR EQUIPMENT— single-tier lockers to have hat shelf located 
approximately 9" below top of locker. Double-tier lockers to be furnished 
without hat shelf. Single-tier lockers less than 18" deep to have 3 single-prong 
wall hooks and one double-prong ceiling hook. Single-tier lockers 18" or more 
in depth to have coat hanger rod instead of ceiling hook. Double-tier lockers to 
have 3 single-prong wall hooks and one double-prong ceiling hook. Hooks to be 
round tip, cadmium plated, attached with two bolts per hook. 

RECESS TRIM —For recessed lockers where shown on drawings or schedules, 
or specified elsewhere, provide 18 gauge trim to close space between tops and 
sides of lockers and adjacent walls. Trim to be 3" wide suitably formed to pro¬ 
vide for attachment to lockers and to scribe to wall in concealed manner. All 
necessary clips, splice plates and hardware to be furnished as required. 


COLOR 

For lockers furnished in new school construction, architects 
may choose from a wide variety of cheerful and attractive 
colors... each a full quality baked enamel finish over 
Penco’s rust-resistant phosphate base. Ask for color chart 
SF. No obligation. 


OTHER PENCO STEEL EQUIPMENT 



STEEL SHELVING 


BOOK CASE UNITS 


ALAN WOOD STEEL COMPANY 

PENCO DIVISION 


500 Brower Avenue, Oaks, Penna. 
Telephone GLendale 2-2271 


5M-9271 -559-R 
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